Dear Mr. Stasik 


THE CLEVELAND MUSEUM OF ART 
QUESTIONNAIRE 


We are trying to build a biographical record of Cleveland Artists for 
reference. May we enlist your assistance with the following data? 


FULL NAME: 


Andrew Joseph Stasik Jr, 


DATE AND PLACE OF BIRTH: 


March 16, 1932 


New Brunswick, New Jersey 


ART TRAINING - Schools, Scholarships, etc : 

Cblumbia University BFA Ohio University MFA 

New York University State University of Iowa 


EXHIBITIONS IN WHICH YOUR WORK HAS BEEN SHOWN : 

On e-nan show-0 hio University..—- - — 

One-Man show-Avant-garde Gallery, New ^erk City, 

Pennsylvania Academy of the Fine Arts 1959 
Museum of Modem Art 1953 
Print Club of Philadelphia 

1st, International Triennial of Graphies,Switzerland 

Cincinnati Biennal International of °olor Lithography 1953 

Des Expositions internationales De Gravure, Ljubljana, lougoslavia, 1959 

Riverside Museum Graphics 1959 

Art USA 1958, 1959 

Washington Printmskers '-fo be included in the 1st, Exhibition of the 

Los Angeles County Art Museum Print Council of America, "American Prints 

Boston Printmakers Today"* Opening at the Whitney Museum, 1959Sept 

Library of Congress, 

COLLECTIONS WHICH NOW INCLUDE YOUR WORK : 

Cincinnati Museum. 

Pasadena Art Museum* 

Print Club of Philadelphia 
National Gallery, Washington D.C, 


AWARDS : 

Purchase Prizes at Pasadena, Cleveland and Cincinnati Museums, 

Cbilins Prize in Graphics, Print Club of Philadelphia, 
fced. Prize for Watercolor, New Jersey State Exhibition, 

PRESENT POSITION: 

Assistant to the Chairman, Department of Graphic Arts, Pratt Institute, 


We would greatly appreciate it if you would inform us of subsequent 
awards, purchases, exhibitions and scholarships. Thank you for your 
cooperation. 


Assistant in Paintings 












